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9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E, Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107080170 Ack receipt of 910607 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-327/91-02 & 50-328/91-02.

WILSON.BA Region 2 (Post 820201). 91/06/26. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58386:179-58386:181.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107160252 Forwards insp repts 50-327/91-08 & 50-328/91-08 on 910503-0601 &
notice of violation.

WILSON.BA Region 2 (Post 820201). 91/07/01. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58420:004-58420:009.

-9107160259 Notice of violation from insp on 910503-0601.Violation noted:responsible
supervisors did not assure that two fire protection unit personnel assigned as test di-
rectors for instruction O-SI-SFT-026-002.0 were properly qualified.
WILSON.BA Region 2 (Post 820201). 91/07/01. 2pp. 58420:008-58420:009.

-9107160262 Insp repts 50-327/91-08 & 50-328/91-08 on 910503-0601. Violations
noted.Major areas inspected:operationa! safety verification including control room
observations.operations performance,sys lineups & radiation protection.
HARMON.P.,  LlTTLE.W.S. Region 2 (Post 820201). 91/06/26. 25pp.  58420:010-
58420:034.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co, of New York, Inc. 84pp. 58435:153-58435:238.

9107160121 Forwards insp repts 50-327/91-10 & 50-328/91-10 on 910515-17 & for-
wards notice of violation.Violation is repeat incident, but no civil penalty will be issued.
WILSON.BA Region 2 (Post 820201). 91/07/05. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58482:247-58482:258.

-9107160130 Notice of violation from insp on 910515-17.Violation noted:individuals en-
tered high radiation area w/o radiation monitoring devices.
WILSON.BA Region 2 (Post 820201). 91/07/05. 2pp. 58482:251-58482:252.

-9107160134  Insp  repts 50-327/91-10 & 50-328/91-10 on  910515-17.  Violations
noted.Major areas inspected:review of overall personnel compliance w/radiation pro-
tection program requirements & recent improvements in radiation program.
SHORTRIDGE.R.B. Region 2 (Post 820201). POTTER.J.P. Region 3 (Post 820201).
91/06/18. 6pp. 58482:253-58482:258.

9107020082 NRC Info Notice 91-044. "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107170085 Forwards insp repts 50-327/91-13 & 50-328/91-13 on 910603-04.No viola-
tions or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/07/10. NAUMAN.DA Tennessee Valley
Authority. 4pp. 58427:306-58427:310.

-9107170089 Partially withheld insp repts 50-327/91-13 & 50-328/91-13 on 910603-04
(ref 10CFR73.21).No violations or deviations noted.Major areas inspected:security re-
sponse capability to validate effectiveness of security response.
TILLMAN.A.,  MCGUIRE.D.R.  Region 2 (Post 820201). 91/07/09.  1p.  58427:310-
58427:310.

9107310055 Forwards insp repts 50-327/91-14 & 50-328/91-14 on 910602-0703 Aopar-
ent violation being considered for escalated enforcement action.
WILSON.BA Region 2 (Post 820201). 91/07/17. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58588:002-58588:020.

-9107310058 Insp repts 50-327/91-14 & 50-328/91-14 on 910602-0703-No violations
notedMajor areas inspected:control room, operations performance.sys
lineups.radiation protection & safeguards.

HARMON.P., LITTLE,W.S.  Region 2 (Post 820201). 91/07/17.  15pp.  58588:006-
58588:020.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel OH Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325,

R. Periodic operating reports & related correspondence

9107220242 Monthly operating repts for June 1991 for Sequoyah Nuclear PlantW/
910715 Itr.

HOLLOMON.TJ..   WALLACE.E.G.  Tennessee   Valley   Authority.   91/06/30.   10pp.
58515:224-58515:235.

S. Reportable occurrences, LERs & related correspondence

9107020216 Special Rept 91-09 on 910612,breach discovered from main control room
to cable spreading room in bottom of panel 2-M-13 Cabinet Ill.Caused by craftsman
error.Operability of fire detection sys verified & fire watch established.
WALLACE.E.G. Tennessee Valley Authority. 91/06/26. Document Control Branch
(Document Control Desk). 5pp. 58347:188-58347:192.

9107030303 LER 91-013-00:on 910613,inoperable penetration seal discovered not in-
spected or identified.Caused by deficient procedure.Training conducted w/perfomers
of SI to familiarize them w/fire compartmentation.W/910627 Itr.
PROFFITT,J.W., WILSON.J.L Tennessee Valley Authority. 91/06/27. 5pp. 58396:164-
58396:168.

9107050259 LER 91-008-01 :on 910701 .inoperable penetration seals not inspected or
identified.Caused by deficient procedures. Procedures revised.W/910701 Itr.
MEADE.M.D., WILSON.J.L Tennessee Valley Authority. 91/07/01. 6pp. 58396:232-
58396:237.

9107050007 Special Rept 91-08:on 910618,fire header to emergency diesel generator
bldg removed from svc due to underground pipe rupture.On 910601 .leak noted on fire
hydrant O-26-886. Header isolated & fire hydrant repaired & replaced.
WALLACE.E.G. Tennessee Valley Authority. 91/07/02. Document Control Branch
(Document Control Desk). 4pp. 58320:279-58320:282.

9107080111 LER 91-011-00:on 910602,control room emergency ventilation systems de-
termined to be inoperable because ventilation boundary door improperly
breached.Caused by inappropriate personnel actions.Procedures revised.W/910702
Itr.

WHITTEMORE.C.H.,   WILSON.J.L   Tennessee   Valley   Authority.   91/07/05.   8pp.
58396:302-58396:309.

9107120294 LER 91-010-01:on 910515,failed to conduct visual insp of expansion joint
seals not considered to be fire barriers & discovered seal mail did not meet fire barrier
requirements. Fire watch established.W/910705 Itr.

THOMPSON.R.R.,    WILSON.J.L.   Tennessee   Valley   Authority.   91/07/05.    6pp.
58435:342-58435:347,

9107120079 Special rept 91-07:on 910526 & 28,reactor coolant pump fire detectors re-
moved from svc.Troubleshooting detector circuits at time of failure verified faults to be
located inside Unit 1 lower containment polar crane wall.

WALLACE.E.G. Tennessee Valley Authority. 91/07/09. Document Control Branch
(Document Control Desk). 4pp. 58447:036-58447:039.

9107170221   LER 91-014-00;on 910610,fire watches required by Tech Spec LCOs
3.3.3.8    &    3.7.12    were    not    performed.Caused    by    airborne    radiological
conditions.Airborne & contamination conditions corrected.W/910710 Itr.
MEADE.M.D., WILSON.J.L Tennessee Valley Authority. 91/07/10. 5pp. 58500:150-
58500:154.

9107170230 LER 91-012-00:on 910612,breach to control room pressurization boundary
discovered.Caused by inappropriate personnel actions.Work request initiated to seal
breach.W/ 910712 Itr.

THOMPSON.R.R.,    WILSON.J.L   Tennessee   Valley   Authority.   91/07/12.   9pp.
58500:155-58500:163.

DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2

F. Security, medical, emergency & fire protection plans

9107030298 EPIPs including.Rev 4 to EPIP-06,Rev 3 to EPIP-07,Rev 1 to EPIP-08,Rev
2 to EPIP-10,Rev 1 to EPIP-U.Rev 0 to EPIP-15, Rev 4 to EPIP-07,Rev 2 to EPIP-
08,Rev 3 to EPIP-10 & Rev 2 to EPIP-14.W/910626 Itr.
WALLACE.E.G, Tennessee Valley Authority. 91/06/26. 215pp. 58317:001-58317:170,

9107030331 Discusses evaluation of submitted info re security personnel training &
qualification plan.Based on info submitted NRC cannot make determination that plan
should be withheld from public disclosure.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/06/28. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 58288:204-
58288:207.

9107160252 Forwards insp repts 50-327/91-08 & 50-328/91-08 on 910503-0601 &
notice of violation.

WILSON.BA. Region 2 (Post 820201). 91/07/01, NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58420:004-58420:009.

-9107160259 Notice of violation from insp on 910503-0601 .Violation noted:responsible
supervisors did not assure that two fire protection unit personnel assigned as test di-
rectors for instruction O-SI-SFT-026-002.0 were properly qualified.
WILSON.BA. Region 2 (Post 820201). 91/07/01. 2pp. 58420:008-58420:009.

9107180031 Revised EPIP covers sheets.reflecting corrected rev dates to replace cover
sheets transmitted via 910613 Itr.W/910708 Itr.
WALLACE.E.G. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.

9107170085 Forwards Insp repts 50-327/91-13 & 50-328/91-13 on 910603-04.NO viola-
tions or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/07/10. NAUMAN.D.A, Tennessee Valley
Authority. 4pp. 58427:306-58427:310.

-9107170089 Partially withheld insp repts 50-327/91-13 & 50-328/91-13 on 910603-04
(ref 10CFR73,21).No violations or deviations noted.Major areas inspected:security re-
sponse capability to validate effectiveness of security response.
TILLMAN,A Region 2 (Post 820201). 91/07/09. 1p. 58427:310-58427:310.

9107310055 Forwards insp repts 50-327/91-14 & 50-328/91-14 on 910602-0703.Appar-
ent violation being considered for escalated enforcement action.
WILSON.BA Region 2 (Post 820201). 91/07/17. NAUMAN.DA Tennessee Valley
Authority. 4pp. 58588:002-58588:020.nt Control Desk). 9pp. 58409:321 -58/--------^                      of Industrial & Medical Nuclear Safety (Post 870729).
